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INFORMATION 



/L 

Animals Covered 

By The Animat 

Welfare Regulations 

B. Number of 
animal being 
bred, 

conditioned, or 
held for use in 
teaching, tasting, 
experiments, 
research, or 
ou Faery but not 
yel used tar such 
purposes. 

C. Number of 
animals upon 
which teaching, 

research, 
experiments, or 
tests were 
conducted 
involving no 
p&in, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests ware 
conduced involving 
accompanying pstn or 
disfrbss lo 910 animate 

and for which appropriate 
anesthetic, analgesic, or 
tranquitiifng drugs were 
used. 

E, Number of animas upon wmt-n ieaw »i iy, 
experiments. resaarcb, 9 urgerycr tests were 
conducted involving accompanying pain or distress 
to the animals and for whlvh ihs use of appropriate 
areslhetic^nalgesjc, or tranquil izinfl drugs would 
have adversely affected the procedures, result*, or 
interpretation of the teaching, research, 
experiments. surgery, or tests. (An a^tanaffan of 
tfie proc <TOjros pruciittinQ p Sin or distress in these 
an (mate and fbe reasons such drugs were not use*/ 
must be attached to this report) 

TOTAL NO. 

OF ANIMALS 

(Cols, c + 

D + E) 

_ 

4. Dogs 






6. Cats 






0. Guinea Pigs 


924 

9 O : 7 



7. Hamsters 


2 




fi. Rabbits 



100 


9R99I 

0. Nofi-Human Pri metes 



- 



10, Shoep 


503 

8 

4 . _ 

. 515 

1 1 . Pigs 

_ 

94 

10 


BB^BB 

12. Other Farm Animals 






Cattle 


8 

4 


i ? 

13. Othe r Animals 






Elk 


6 


2 

3 

Leer 



2 

v_ 

7 

Horses 


a. _ _ 




1 A 

| ASSURANCE STATEMENTS | 


1> Pfafessionally acceptable standards governing thB care, treatment, and use of animals, including apprepiiaie use erf anesthetic, analgesic, and trenQUllizing drugs, ofior to, during, 
and foil owtrg actual research, leaching, testing, surgery, or experimentation wwefnl lowed by this research facility. 

A 

2 ) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards end regulations under ’he Act, and it nas required that exceptions to the standards and regulations be specified and explained by tha 
principal Investigator and approved by Iha institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report In 
addition to dentifyfrtQ the (ACUC -approved exceptions, ibis summary includes a brief explanation of the exceptions, as well as the species and number of animats affected. 

4) The attending veterinarian for Wa research facility has appropriate authchly to ensure the provision of adequate veterinary care and LO oversee the adequacy of ether 
aspects of anlmaf care ard use, 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct, arid complete (7 U.S.C. Section 21 43) . 

| signature of c.e g. or In sttfl/ n om al official / name & title of c.ec. or institutional official (Type or print) 


DATE SIGNED 

JcZ/^S 
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INFORMATION 


I pppn^ oH'l^L Juseo bv OR UN DER CONTROL Of RESEARCH FACIEm- fMacft if ,^^'ry or use APHIS 


Arimofe Ccwrwi 
By The Anin*! 
Welfare Regulations 


B. Number of 
anlmas being 
bred, 

conditioned, cr 
held for use in 
teaching, lasting, 
experiments, 
research, or 
surgery but ht>J 
yet used for such 
purposes. 


G. Number of 
animals upon 
which teaching, 

research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or ! csts ware 
conducted involving 
accompanying P a,n or 
distress to the amnia's 
and for which appropriate 
anesthetic, analgesic, or 
tranquifizin.3 drugs were 
used. 


E, Number of animals upon which teaming, 
experiment, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the arrliTials and for whivn «hs c« appropriate 
aresthetfc^nalgeslc, or tranquilteing drugs -would 
hove adversely affected the procedures, results, or 
interpretation or the teaching, research, 
experiments, surgery, or tests. (An of 

Ite procedures producing pain ar distress In those 
eiirriflls and fbs reasons such drugs were not use</ 
must be atia&ied to this report) ______ 


TOTAL NO. 
OF ANIMALS 

(C&IS-C + 

D ♦ E) 



1 ) Professionally acceptable standards governing tha care, treatment, and use af animals, including app'opnale use of anesthetic, analgesic, and tranQullizing drugs, Prior to, during, 

ard following actual research, leaching, testing, surge-y, or experimentation were followed by this research facility. .• 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards end regulations under the Act, and it nas required trial exceptions to the standards and regulations be specified and explained by tha 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report In 
addition to denllfying the tACUC-appra/ed exceptions. Ibis summary includes a brief explanation of the exceptions, as well as the species and number of animals affected, 

4) The attending veterinarian far this research facility has appropriate authority to ensure the provision of adequate veterinary cars and to oversee the adequacy of other 
aspects of animal care ard use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify ihat the above is true, correct, arid complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.EO. OR INSrmmONAL OFFICIAL 1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) ) DATE 


DATE SIGNED 


APHIS FORM 7023 

(AUG 91) 


(Replaces VS FORM lfl-23 (Oct 6B), which Is obsolete 


PARTI - HEADQUARTERS 













This report is required by taw (7 ||j|j!^>Tt according to the regulations can See reverse side for interagency Report Control No 

resultin an order to ceise and desist and to be subjew to penalties as provided for in Section 2150. additional information. 01 SO-DOA-AN ^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

i. registration no, customer no. 

42-F-0008 1726 

' FORM APPROVED 

0MB NO. 0579-0036 

2 HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

cTO^-Iphis-usda 

1800 Dayton Avenue 

Ames, IA 50010 (515) '663-7331 

3 . REPORTING FACILITY .{List all locations where animals wore housed or used in actual research, testing; teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


F ACIUTY'LOCATfONS (sites) 


1800 Dayton Avenue. 
Ames, IA 50010 


REPORT OF ANIMALS USED BY OR-UNDRR CONTROL OF RESEARCH FACILITY (Attact \ additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. , Number of 
animals being 
brad, 

conditioned, or 
held for- use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
• yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 

. research, 
experiments, or 
• tests were • 
conducted 
involving no 
pain, distress, or 
use of paln- 
relievjng drugs. 

D. Number of animals upon 
which experiments, 
teach ing resea r ch, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress lo the anfmaJs 
and for which appropriate 
anesthetic, analgesic, or 
tran quizzing drugs were 
used. 

E. Number of animals upon which teaching, 

* experiments, research, surgery or tests were 

conducted involving accompanying pain or distress 
to (he animals and for which the use of appropriate 
anesthetic,analgesfc, or tranqulllzing drugs would 
have adversely affected the procedures, results, or 
interpreted n of the teaching, research, 
experiments, surgery, or tests, (An explanation of 
the procedures producing pain or distress in these 
animals and foe reasons such drugs were not used 
must be attached to this report ) 

F. 

TOTAL NO.. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 


• 




5. Cats 






6. Guinea Pigs 


220 

193 

46 

459 

7. Hamsters 

46 

2850 


950 

3800 

8. Rabbits 



106 


106 

9. Non-Human Primates 

' ’ 1 





10. Sheep 






1 1 . Pigs 






• • : 

12. Other Farm Animals 


-■ 




Goats 


4 


, * s 

4 ' 

13, Other Animals 

* 








• 















ASSURANCE STATEMENTS • • • j 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranqulflzing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) • This facility 1s adhering to the standards and regulations under the Ad, and it hes required that exceptions to the standards and regulations be specified and explained by the 
principal inyesti gator and approved hy the .Institutions I Animal Care and Use Committee (IAGUC), A summary of all the exceptions is-atteched to this annual report. In 

addition to identifying the 1ACU C-appro ved exceptions, this summary includes a brief explanation of (he exceptions, as‘ well as the species and number of animals affected. 

4) the attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. • 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional officiai) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE ORC.F O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvoe or Print) ■ 

1 

DATE signed 

2S-A/-/-43 


(AUG 91) 


{Replaces VS FORM 18-23 (Oct 88), which [s obsolete 


PART. 1 -H EADQUART 





This report is required by Jaw (7 USC 2143). Failure to report according tcthe regulations can 
result b an order to cease and desist and to bo subject to penalties as provided for in Section 21 f 


See attached form for 
additional information. 


in Ora go ioy ■ * y*»r 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

COPT 



1. CERTIFICATE NUMBER: 42-R-C001 

CUSTOMER NUMBER: 1 573 

FORM APPROVED 

OMB NO. 0579-0336 

Diamond Animal Health Inc 

2538 Se 43rd St 

Des Moines, IA 50327 



Telephone: (515) -263-8600 



l — o A- 

(£? " 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atachec Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B . Number of onina! 
being bred, 
conditioned, or 
held for use in | 

teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
| which teaching, 

research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
iranquifizing drugs were 
used. 

E. Number Of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or trar?Quili 2 
drugs would have adversely affected ihe procedures, res 
or interpretation of the teaching, research, experimants, 
surgery, or tests. ( An explanation erf the procedures 
producing pain or distress in these animats and trie reasc 
suen drugs were not used must be attached !o this rep or 

F. 

TOTAL number 
OF ANIMALS 

( COLUMNS 

C + D +E) 

4. Dogs 






5. Cats 


, l 



isq 

6. Guinea Pigs 


| 

1 

m 


n\ 

7, Hamsters 





msm 

8. Rabbits 


ggggj 

37 5 


K1& 

9. Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 1 2 3 4 



II 



Cai4(i t> i 

<3 

3 S8 

II 


3 533 

13. Oiher Animals 






(4 f\r^e s 


/H 



l± L_ 

(~t) OLL'fcS 



q 


q 








| ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animate, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by Ibis research facility. 


2) Each principal hvesli gator has considered a'lernatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apt 
Institutional Animal Care and Use Committee (1ACUCV A summary of all such exceptions ts attached t© this annual report, in addition to identifying the IACUC-3pp roved exceptions, this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research laciliiy has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects uf animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



| NAME & TITLE OF C.EO. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 



iUNoi 


JAN 2 7 2003 


8), which is obsolete.) 




















S~fz-o*t> Belief 



This report is required hy law (7 U$C 2143). Failure to report according to (he regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

42-R-0004 


CUSTOMER NO. 

1576 


Interagency Report Control No 
01 BO-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA, 
include Zip Code) 

UNIVERSITY OF IOWA 
400 MEDICAL LABORATORIES 
IOWA CITY. IA 52242 
(319) 335*7985 


3. REPORTING FACILITY (List all !oca:ions where animals were housed or used in actua 1 research, testing, teaching, or experimentation, or held for these purposes. Atiach additional 

sheets if necessary.) ________ 


FACILITY LOCATIONS (sites) 


See Attached Listing 



inirunMAiiUN 


REPORT OF ANIMALS USED 8 Y OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animais being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purpose?;. 


C. Number of 
animais upon 
wnich teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
re! ievinq drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests wee 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon whicn teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation cf the teaching, research, 
experiments , surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to Ms report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D+ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non t luman Primates 



10. Sheep 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing (he care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing dn_gs, prior to, during, 
and following actual research, teaching, testing, surgery, ex experimental on were followed by inis research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explainer hy the 
principal investigator and approved by the Institutional Animal Care and Use Commiltee (IACUC). A summary of alt the exceptions is attached to this annual report. In 
addition to identifying the fACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veierinarian for this research facility has appropriate authority to ensure the provision o T ' adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

l certify that the above is true, correct, and complete (7 l/.S.C. Section 2143) 


SircMATiiDc neren no iMcrirr mn»i>» °* rc lCfAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) [ DATI 



DATE SIGNED 

i if xi I 63 


Arms MJKM ( U44 

(AUG 91) 


(Replaces VS FORM 18-23 (Oct OB), which is obsolete 


PART 1 - HEADQUARTE 


tlAi r 



















































This report is required by law (7 U SC 2143). Failure lo report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150. 


See reverse side (or 
additional information. 


Interagency Report Control No 
0 1 80-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

42-R-0009 


CUSTOMER NO. 
1578 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as regrs/ered with USDA, 
include Zip Code) 

FORT DODGE LABORATORIES 
800 5TH ST NW 
FORT DODGE, IA 50501 
(515) 955-4600 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teacnmg, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlON5fsrfej) 


See Attached Listing 

800 5th Street NW, Fort Dodge, IA 50501 


2000 Rockford Road, Charles City, IA 50616 


2973 Highway 18 East, Charles City, IA 50616 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Numoer of 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expen menls, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expenments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the anrmals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teachrng. 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

188 

592 

2 

o 

594 

5. Cats 

0 

1,031 

0 

86 

1 ,117 

6, Guinea Pigs 

0 

4,575 

0 

160 

4,735 

7. Hamsters 

0 

13.313 

0 

6.252 

19.565 

8. Rabbits 

0 

435 

QR3 

0 

1,418 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

n 


f) 

A 

_Q . 

11 . Pigs 

u 

0 

u 

15 

U 

0 

U 

0 . 

15 

12. Other Farm Animals 






Cattle 

0 

124 

0 

0 

124 

13. Other Animals 






Horses 

2 

4 

0 

0 

4 













ASSURANCE STATEMENTS 1 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annua! report. In 
addition to identifying the IACUC -approved exceptions, this summary includes a brief explanation of the excepitons. as well as the species and number of animals affected. 

4) The attending veterinanan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


C !/■" M/lTnfip ncr r. « An mfYirt iti/mi m Arr*i/»i/i 


&.I a * xr- o *T*i-ri r- nr r- c j-\ An iuptiti i-rir^ki *. i a t /t. _ n_-_n 


APHIS FORM 7023 
(AUG 91) 


(keplaces'Vs'FQRM 18-23 (Oct 80), which is obsolete 


DATE SIGNED 

Ms 

PART 1 - HEADQUARTERS 


a/ 


MAW r ' T 


on.no 




Dec- IS- 03 Q1:28P 


f 



vbhrC.o. 


p . 


This report is required Bylaw (7 USC 2143). Failure lo report according to the regulations can 


See reverse side far 
additional information. 


Interagency Report Control No 
01 80 -DO A- AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

animal and plant health inspection service 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. registration no. customer NO. 

42-R-0016 1579 

FORM APPROVED 

OMB NO. 0579*0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered »ttb USOA 
indude Zip Code) 

MERCY MED CENTER-SIOUX CITY 

SOI 5THST 

SIOUX CITY. JA 51102 
(7121 279-2156 

3. REPORTING FACILITY (bfil all locations where animals were housed or used m actual research, testing, teaching, or experimentation, or held tor these purposes. Attach additional 
sheets if necessary.) ‘ — - - 


See Attached Listing 




1 REPORT Of ANIMALS USED BY OR UNOER CONTROL OF RESEARCH FACILITY (Attach additional sheets ff necessary or use APHiS FORM 7C23A J [ 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ! 

yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 

research, 
experiments, or 
lests were 
conducted 
involving no 
pain, distress, or 
use af pam- 
relieving drugs. 

D. Number of animals upon 

which experiments, 

leachmg, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress fo the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquillizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or lesis were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquil i 2 ing drugs would 
have adversely affected the procedures, results, or 
Interpretation of Ihe teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were no 1 used 
must be attached to this report) 

F, 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

O + E) 

4. Dogs 



J 


_X_ 

■ 

5 Cats 



4 : 

< # 



6. Guinea Pigs 



r) 



7. Hamsters 



/; 



8. Rabbits 



o 



9. Nort-Hu man Primates 



/J 



10. Sheep 



iJ 



1 1 . Pigs 



A 



12. Other Farm Animals 












13. Other Animals 



/ 1 





















| ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and iranquilizing drugs, prfor to. during, 
and following act ual research, teaching, tesling, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to ihe standards and regulalions be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC) A summary of all the exceptions la attached to this annual report. In 
addition lo identifying Ihe lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of olher 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I ftnf+ifu ♦H'l* thtt "iSAi »C it- tr, 111 f nrrr.^1 — rftmnlnln t~7 I 1 C l' > * Ol 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM IB-23 (Oct BB}, which It obsolete 



PART 1 - HEADQUARTERS 


DEC 1 5 2003 . 








Thic rennrt is required by Ibw{7 USC 2143). Failure to report according lo the retailor* can 

resuli >^30 oroerto cease and desis: and lo be subject lo penalties as provided for in Section 2150. additional mforma.jon 

Interagency Report Control No 

0180- DO A- AN 

■■ ■ “ UNITED states department OF AGRICUL t URE i 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

annual report of research facility 

(TYPE OR PRINT) QQpy fjjR ] 

1. REGISTRATION NO. CUSTOMER NO. 1 

42-F-GQ07 1588 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY ('Name and Address , as registered *Jth USDA, 
include Zip Code) 

NATL ANIDIS CENTER 

Frt.. P.O.BOX 70 

(Jm? 2300 DAYTON AVE 

1 &V AMES, JA 50010 

£$} (515) 230-8224 

3 , REPORTING FACILITY (Llsl all locations where arimals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

FACILITY LOCATONS(wtes) 

See Attached Listing 

All facilities located at 2300 Dayton Avenue, 

Ames, Iowa 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHiS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animate being 
bred, 

conditioned, or 
held for use in 
leacbng, testing, 
experiments, 
research, or 
surgery but not 
yel used for such 
purposes. 

C. Number of 
animals upon 
wh.rh teaching, 
research, 
experiments, or 
teats were 

conducted 

Involving no 
pa n, distress, or 
use of pain- 
re lievfng drugs. 

D. NumDer Of anlreis upon 
which experiments, 
teaching, research, 
surgery, or teste were 
conduced involving 
accompanying pain or 
distress lo the animate 
end for which appropriate 
anesthetic, analgesic, or 
tranquillizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to tile animals and for which the usd of appropriate 
aneslhetic.analgesic, or (ranquilizlng drugs wou'd 
have adversely affected the procedures, results, or 
interpretation at the teaching, research, 
experiments, surgery, or tests. (An expta nation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be a f. ached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D+ E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 




• 


7. Hamsters 


5 

43 . 

3 

51 

8. Rabbits 


3 

21 


24 

3. NorvHuman Primates 






10. Sheep 

3 ' 

79 


15 

94 

■ 

11. Pigs 


250 

12.7 

222 

599 

1 2. Other Farm Animals 






Cattle 


295 

4 

10 

309 

13. Other Animals 






Bison 


93 

6 


99 

Elk 


22 

4 j 


26 

White-tail Dee 

r 

8a 



88 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranqjtlizfng drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were 'allowed by (his research faciJ ly. 


2) Each principal investigator has considered alternatives (o painfwi procedure, 

3} This facility is adhering to the standards and regulations under the Act, and U has required that exceptions to the standards and regulations be specified and explained by Jhe 
principal investigator and approved by the Institutional Animal Care and Use Committee (vACUC). A summary of all the exceptions fe attached to this annual report. In 
arftflfior to identifying the iAC'JC-approvad exceptions, this summary includes a bief explanation of the exceptions, ss well as the species and number of animals offacied. 


The attending veterinarian for this research facility has appropriate authority to ensure Ihe provision of adequate veterinary care and to oversee Ihe adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

IcmMvhiD/nrrpn OPs INST/njTTDNJAl OFFICIAL 

NAME & TITLE OF C.EO. OR INSTITUTIONAL OFFICIAL (Type or Print) 

. 



date signed 

li2t& 


PARTI - HeX^QUARTERS 


Bfi), which is obsolete 
























This report Is required by law (7 USC 2143). Failure Jo report according to the regulations can 
resun in an order la cease and desisl and to be subject 10 penalties as pr<$$gyv iri fiction 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT Of AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


mi 




plSTRATiON NO. 

CUSTOMER NO. 

-F- 0007 

1588 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0575-0036 


Y HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA , 
include Zip Code) 

NAT’L AN! DIB CENTER 
P.O. BOX 70 
2300 DAYTON AVE 
AMES, IA 50010 
(515)239-8224 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


A. 

B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 


animats being 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


Animals Covered 

bred, 

which teaching, 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animel 

conditioned, or 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic, analgesic, or IrenquiUzrng drugs would 



teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C 4- 


experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research, 

Dt E) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests, f An explanation of 


surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet used for such 

use of pain- 

iranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



Farm Animals 



1) Professionally acceplable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and lranquifi 2 lng drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee ffACUC). A summary of afl the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 
















This report is required by law (7 U3C 2143). Failure to report according to the regulations can 
result in 3 n order !o cease snd desist and to be subject to penalties as provided for in Section 21 5u. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGKICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

42-R-0019 


CUSTOMER NO. 

1550 


interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO *5790036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered w,m L/SOA 
induce Zip Code) 

BOEHRINGER INGELHEiM VLTMEOICA. INC 
1568 N MAIN AVE 
SICUX CENTER, -A 5'250 



3. REPORTING FACILITY {List all locations where animals were housed or used in acual research, testing, teaching, or experimentation, or heid for :hese purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


SITEl 

SIOUX CENTER. 1A 51250 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attacn additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held fcr use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C, Number of ] 

animals upon 
which teaching, 
research, . 

experiments, or 
tests were 
corducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E_ Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate ' 
an esthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (A n explanation of 
tne procedures producing pain or distress in these 
animals and the reasons such drugs were nof used 
n u$t be attached to this report) 

F. 

total NO. 

OF ANIMALS 

(Cols. C + 

0 + E) 


4. Dogs 


5. Cals 


6. Guinea Pigs 


7. Hamsters 


Q. Rabbits 


9. Non-Human Primates 



10. Sheep 


11. Pigs 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing tie care, treatment, and use of animals, Inducing appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
anc following actual research, teaching, testing, surgery, or experimentation were fallowed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3f This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACuC). A summary of all the exceptions Is attached to this annual report, in 
addition :o identifying the lACUC-approved exceptions, (his summary includes a brief explanation cf the exceptions, as well as Ihe species and number of animals affected. 

4) The attonding vetennanan for fhis research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

? certify that the above is true, correct, and complete (7 U S.C, Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

. 

DATE SIGNED 

11/04/2003 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 16-23 (Oct 86), which is obsolete 


PART 1 - HEADQUARTERS 

























This report is required by law (7 USC 21 43). Failure to report according lo the regulations can See reverse side far Interagency Report Control Wo 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

T REGISTRATION NO. CUSTOMER NO. 

42-R-0020 1625 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1 . HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
incude Zip Code) 

NOVARTIS ANIMAL VACCINES, INC. (NAVI) 

1447 140TH STREET 

LARCHWOOD. 1A 51241 
(712)477-2811 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, cr experimentation, or held for these purposes. Attach addrionaJ 
sheets if necessary.) 

FACILITY LOCATIONS (sites) 

See Attached Listing 

B r r, r- f.4 AT a [S.S 

U\i i UnbeSilHyst 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) { 

A. 

Animals Covered 

8y The Animal 

Welfare Regulations 

B, Number cf 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments. 

■ research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Numner of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress tc the animats 
and for which appropriate 
anesthelic, analgesic, or 
Iranquilizing drugs were 
used. 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or dist'ess 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or trancuilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, sorcery, cr tests. (Ac explanation nf 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached fo this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C <- 
□ ♦ E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

1787 

128 

93 

2008 

7. Hamsters 

0 

6093 

0 

3379 

9472 

8, Rabbits 

0 

3 

1707 

0 

1710 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

38 

0 

0 

33 

12. Other Farm Animals 






Chickens 

0 

18 



0 

0 

IT 

13. Other Animals 






Calves 

0 • 

3 

0 

0 

3 




• 









| ASSURANCE STATEMENTS J 


1) Professionally acceptable standards governing the care, treatment, ana' use of animals, including appropriate use of aneslbetic, analgesic and tranauilizlnc drugs, prio' to, during, 
ana following actual research, teaching, testing, su'gery. or experimentation were followed by this research facility. 


2> Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and It has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (tACUC). A summary of all the exceptions is attached to this annual report. In 
attrition to identifying the IA CUC-approved exceptions, this summary includes a brier explanation of the exceptions, as well as the soecies and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects oF animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

Pi/'U*Tiini' <-\t“ r f r\ i-ifi iliexiTi iTinn i\ 1 ^ i-r-i .~i 

| NAME & TITLE OF.C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 

DATE SIGNED 

b|m('2c 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 





























































See reverse side for 
additional information. 


This report is required t>y law (7 USC 2143}. Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to pertallies as provided for in Section 21 50. 


Interagency Report Control No 
0180-OCA-AN Oil If 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER MO. 

42-R-0026 1582 | 

. . i 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

KIRKWOOD COMM COLLEGE 

6301 KIRKWOOD BLVD SW 

CEDAR RAPIDS, IA 52406 
(319) 398-5609 

3. REPORTING FACILITY (List all locations whore animals w«re housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7P23A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats 
and for which appropriate 
anestnetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of Ihe teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in Ihese 
- animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols.C + 

D * E) 

4. Dogs 


61 



61 

5. Cats 


20 



20 

6. Guinea pjgs 


11 



11 

7. Hamsters 


21 



21 

8. Rabbits 


6 



6 

. 

9. Non-Human Primates 


0 



0 

10. Sheep 


0 



0 

11. Pigs 


0 



0 

12. Other Farm Animals 


0 



0 







1 3. Other Animals 






Chinchilla 


1 


. 

1 














ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquillizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 


PfcS-S 


. FACILITY LOCATIONS (sites ) 


Mtn TTrtS *"*T 




2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (tACUC) A summary of alt tho exceptions is attached to this annual report, in 
addition to identifying the lACUC-ap proved exceptions, ibis summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the p'ovisbn of adequate veteri nary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( (Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SI 

“FICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 

DATE SIGNED 


APHIS FORM 7023 
(AUG 91} 


(Replaces VS F^RM 18 23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 




This report is required by law (7 USC 2143). Failure to 'eport accordingto the regulations can 
result in an order to cease and desisl end to be subject lo penalties as provided for in Section 21 50 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1, REGISTRATION NO. 
42-R-Q027 


CUSTOMER NO. 
1583 


Interagency Report Cortrol No 
01 BO- DO A' AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wUh USDA, 
include Zip Cede) 

MIDLAND 3IOPRODUCTS CORP 
PO BOX 309 
BOONE, IA 50036 

(515)432-5516 


3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing teaching, or experimentation, or heid for these purposes. Atiacb additional 

sheets if necessary.) 


FACILITY L OC ATlONS's/fes; 


Sec Attached Listing 





| REPORT OF ANIMALS USED BY OR UNDER CONTROL Oh RESEARCH FACILITY {Attach additional sheets if necessary or use APHIS FORM 7 023A ) 

A. 

Animals Covered 

By The Animat 

Welfare Regulations 

B. Number of 
animais being 
hred. 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
anmals upon 
which teaching, 
research, 
experiments, or 
lests were 
conducted 
involving no 
psin, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
wmch experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pBin or 
distress Ic the animals 
and for which appropriate 
anesthetic, anaigesic, or 
tronquilizing drugs were 
usee. 

E. Numoer of animals upon which teaching, 
experiments, research, surgery or tests were 
conouctec involving accompanying pain or distress 
to the animats and for which the use of appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or iests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF AN/MALS 

(Cols. C + 

D + Ef 


4. Dogs 


5. Cats 


fi. Guinea Pigs 


7, Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12 Other Farm Animals 


Greets. 


13. Other Animats 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, tneaiment, and use of animals, including appropriate use of anesthe:ic, analgesic, and Iranegulltzing d'ugs, prior to, during, 
and following actual research, leaching, testing surgery, o' experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, anc it has required lhat exceptions to the standards and regulations be specified and explained by the 
principal investigate and approved by the Instifutional Animal Care and Use Committee (IACUC). A summary of all the exceptions fs attached to this annual report, in 
adcition ;o identifying the lACUC-approved exceptions, ihis summary includes a brief explanation of the exceptions, as well as the speaes and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authonly to ensure the proves on of adequate veterinary care and to oversee the adequacy of otner 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C, Section 2143) 


NAME & TITLE OF CEO OR IN.RTITI 1TIONAI OFFICIAL (Type Of Print) | DAT* 



DATE SIGNED 

tl‘24'2M3 


which is obsolete 


PART 1 - HEADQUARTERS 


^ 0 luLm 
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This report is required by low (7 USC 2143). Failure to report according :o the regulations can See reverse side for \ interagency Report Control No 

result in an order to cease and desist and !o be subject lo penalties as provided for in Sect on 21 SO. additional information. D1 BO-DO A*AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1, REGISTRATION NO. CUSTOMER NO. 

42-R-0029 1617 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name anti Address, as registered with USDA , 
include Zip C ooe) 

ELMIRA BJOLOGICALS INC. 

5514 ELMIRA RD NE 

IOWA CITY, 1 A S2240 
(319) 643-2275 

1 3. REPORTING FACILITY (List all locations where animals were loused or used in actual research, testing, leaching, or experimental 1 on. or held for these purposes. Attach additional 
j sheets if necessary.) 

FACILITY LOCATIONSfsflesJ „ rt p,-o MWift 

See Attached Listing 

bur * urn 


5;£r> 


j REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS ?ORM 7023A } } 

A. 

Animals Covered 

By The Animal 

Wei, are Reguisbona 

B_ Number of 
animars being 
bred, 

conditioned, or 
field fui us*! in 
leach ng, testing, 
expenmenls, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Numberof 
animals upon 
which teaching, 
research, 
taxpenrrents. nr 
Jests were 
cun ducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, o' tests were 
conducted involving 
accompanying pain or 
distress to the animats 
and fur which appropriate 
ancsibctic, analgesic, cr 
Iranquilteing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
in the animals an c for which the use of appropriate 
a nesthetfe, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, rese ts, or 
interpretation of (he teaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached fo this report) 

F. 

total NO. 

OF ANIMALS 

(Cels. C + 

D + E) 

4. Dogs 






5. Cals 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

oY O 

3\ 



^ i 

9. Non-Human Primates 






10 . Sheep 

w 

/« 



/ F> 

1 1. Pigs 

r 





12. Other Farm Animals 






G go, is 

ZL. 

/ 

7- 




13. Other Animals 





£ 




. . .. . 















ASSURANCE STATEMENTS J 


1) Prcfess.ona'ly acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analges c, and tranquillizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, cr experimentation were followed by his research facility. 


2) Each principal invest gator has considered alternatives lo painful procedures, 

3) This facility is adhering to the standards and regulations under trie Act, and it has r&pjirec that exceptions 1c the standards and regulations be specified and explained by the 
principal investigator and approved by trie institutional An maJ Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report, in 
addrtfon lo tdenfifylrtg Ihe JACUC-approved exceptions, this summary includes a brief explanation of the exceptions, ns well as the species and number of animals affected. 


4) The attending veterinarian for this msearch facility has appropriate authority to ensure ihe provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{Chief Executive Officer or Legally Responsible Institutional official) 

1 certify (hat the above is true, correct, and complete (7 U S C. Section 2143) 

SIGwaturf of r. f n dr institi mnMAt nPFtrfAf 

NAME & TITLE OF C E O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

h- 18-03 


V' 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which fs obsoleto 


PART 1 - HEADQUARTERS 




This report is required by law (7 USC 2143) Failure to report according to the regulations can 
resull in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse s ; de for 
additional information. 


C .C. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH IN$PEC T ION SERVICE 


1. REGISTRATION NO. 
42-R-0G31 


CUSTOMER NO. 
1653 


Interagency Report Control No 
01 60- DO A- AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name end Address. its registered nilh USDA. 
inc : udo Zip Code) 

TRANS OVA GENETICS 
2936 380TH ST 
SIOUX CENTER, 1A 5' 250 
(712) 722-3586 


3. REPORTING FACILITY (List all locations where animals were housed o' used in actual researen, testing, leaching, or expenmenl alien, or netd for these purposes Attach additional 
sheets if necessary.' 


FACILITY LOCAVOUS(sHes) 


See Attached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7022A ) 

A. 

An mats Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
field foi use in 
teaching, testing, 
experiments, 
research, or 
surgery' but net 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments or 
tests were 
conducted 

Involving no 
pa n, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to ihe animals 
and fer which appropriate 
anesthetic, anaiqesic, or 
tranquilizirg drugs were 
used. , 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted .nvolving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizlrtg drugs would 
have adversely affected the pmcedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests, (An explanation of 

Me procedures practicing pain or distress ir, Ihese 
animats and the reasons such drugs were no I used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols.C + 

D +■ £) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 



10. Sheep 


11. Pigs 



ASSURANCE STATEMENTS 


t) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and :/an quizzing dnjgs, prior to, during, 
and following aclual research, teaching, testing, surgery, or experimentation were followed by this researen facilily. 

2) Each srincrpal Investigator has considered alternatives to painful procedures. 

3) This facility is adher ng (o the standards and regulations under the Ad. and if has required that exceptions to the standards and regulations be specified and explained by the 
principal invest gotor and approved by the Institutional Animal Care and Use Commiltee (IACUC). A summary of all the exceptions b attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of :he exceptions, as well as ihe species and number of animals affected. 

4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of aninal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, ard complete (7 U.S.C. Section 2143) 



SJ \L OFFICIAL [NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) DAT! 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


/H7-0J 

PART 1 - HEADQUARTERS 

& FAJgrjzS 























^UUy\ 


' ifflffiP&Atinu 

This resort is required by law(? (JSC 21 43) Failure to report accorcfing^^t|i«r®^(J^/fCns can 
result in an order u cease and desist and to be subject lo penalties as provided for in Section 2150 


Set reverse side for 
additional information 


o o 

Interagency Report Control No ^ :lA ■ 

01 BC-DOAAN r ' ^ 


JN1TEO STATES DEPARTMENT Of AGRICULTURE 
ANIMAL AND PLAKT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 


1. REGISTRATION NO . 

^2- /?“ 0032. 


FORM APPROVED 
OMB NO 3572-0036 


2 HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with LISOA 

include Zip Code) ^ 

3tXiO/ol^(d CdAC&r MWdfch ’XhrfdtdZ. 
/ 4 VS”" Usoofti I& y\cI df Kp- j jytz, 

3Z>£s /Corner 

-&-? e~? 


■~PJ Q 


S~o 3 o 3 


3 . REPORTING FACILITY (List all locations where animats were housed or used lr actual research, testing, toachirio, or experimentation, or held for these purposes. Attach additional 

?.ne-<2l3 I# fjwuftsaryJ 


FACILITY LOCATIONS (Sites) 

f 


*~£o 0/ 0? r&r’ &*' 2VyT /_■ >? f 


/V/5~ (CY/qqcJ n/ /y'rrT-j /'''C>//7£ 5 ^ 32T/7 0T>~O3 O *7 


T SC f? JZ J 


REPORT OF AINIMAL3 USED BY OR UNDER CONTROL OP RESEARCH FACILITY (Attach adOT.onai sheets If necessary or uao APHIS FORM 7023A) 


A. 

Animals Covered 

By The Anirrie 

Welfare Regulations 

Q Numtjer or 

animals being 
bred, 

conditioner! .or 

held foruse in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet ueod for such 
purposes 

C, h!un?b»r eA 

animals upon 
which teaching, 
j research, 

experiments, or 
test^were 
conducted 
involving no 
pain, distress, oi 
use of p 3 lr>- 
reJlevihp drugs. 

O. Number of animals upon 
which experiments. 

teaching, research, 
surgery, or tests were 
conducted involving 

accompanying pain or 
distress to the shimaJs 

and for which appropriate 
anesthetic, analgesic, or 
tranquil tang drugs were 
used 

E, Number of animals upon which teaching 
experiments, research, eurrjery, nr tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranqullizing drugs would 
have adversely affected the praceoures, results, or 
interpretation of tne teaching, reseofeh, 
experiments, surgery, or tests. (An explanation of 
the pi<jc(setures pmdvnrng parr? or distress in those 
animats arid the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C ■*- 
D + E) 

4 . Dogs 


0 



. .0 

5 . Cats 


0 


1 

0 

6 . Guinea Pegs 


s 



0 

7 , Hamsters 


0 



'0 

8 . Rabbits 


'(0 



0 

9 . Non-human Primates 


0 



0 

10 . Sheep 


0 



0 

11 ., Pigs 


0 



0 

12 . Other Farm Animals 





'0 






/ 

13 Other Animals 


<? 


* 

|_ _0 



i • 



/ 
















ASSURANCE STATEMENTS 


1 ) Profession ally acceptable standards governing the care, treatment, and use of animals including appropriate use or anesthetic, analgesic, end franquHizino drugs prior to. during 

and rolowlng actual rcacoroh, teaehmo. testing, surgery, or experimantallon were followed by this research facility 

2) Each principal investigator has considered alternatives to oainful procedures. 

3 ) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regutoitom be specified and explained by the 
principal investigator and approved by the InsiiTu'ionat Anfmal Cam and Use Committee (IACUC). A summary of all such exceptions is attached lo this annual report. In 
adcJjtior lo Identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well os :ho species end number of animals affected. 


4) The attending veterinarjanfor >bls research facility has appropriate authority to ensure me provision of adequate veterinary care aryl to oversee the adequacy of other aspects of 
animal c^re and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible institutional Official) 

I certify that the above is true, correct, and complete (70.S.C. Section 2143). 


SIGNATURE OF CEO OR INSTITUTIONAL OFFICIAL 


Msnc a. titi n Ac ren ao imctiti itiam n , nccina i «-r..r.a 


UA tz SIGNED 




APHIS FORM 7023 (Replaces VS FORM 1 8-23 (OCT 83) which is obsolete 
(AUG 9 1 > 


“ i i 

s ^ 



12/17/2003 1&: 22 


9704947461 


This report Is required bv )6W (7 \J$C 21+31. Failure to report according lo mp reoufflilons c.m 
reii/I'i in in order Vi cbbsc Bnd ds&lal and to be subject i© pcnalites ss provided for In Section 21.' 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH lNSP6CTrtWfSEWV|iGE|^ VflHI 


USD A APHIS AC WRO * 

See aw mod form for 
asdiltenal Information. V, 


1. CERTIFICATE NUMBER: 42-R-0035 
CUSTOMER NUMBER: 16953 


11$ 


PAGE 02/03 


Interagency Report Control No.: 


FORM APPROVED 
Owe NO DL79-0038 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


Creature Comfort Veterinary Center 
2122 Act Circle 
Iowa City, IA 52245 


Telephone: (319) -338-9955 


3. REPORTING FACILITY { Ual an locations wners anfmete were nopjod or used in t>z foil research. lasting. or expGriment&tifin, or held for mean purposes. Ntech additional :*ht»ete il nece$?*ry ) 


FACILITY LOCATIONS ($iiee f • Ser Aliened Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF ESEARCH FACILITY { Amch additional Shasta If necessary or use APHIS Form 7023A \ 


Animal* Covered 
By The Artist 
Wfllfim Regulations 


Number of animn! 
being bred, 
conditioned, or 
held For use in 
reselling, testir.3. 
e k ^ert merits, 
research, or 
surgery but ngi yt 
used for such 

purp©*o>. 


Number of 
snim&U upon 
which leaching, 
research, 
espn.fi menia. cr 
testa were 
conducted 
involving no pain, 
disiress, oruae a 
pa I rwv He vino 

drugs. 


Number of anirr*(0 upon 
which experiments, 
teaching, research, 
surgery, or tests wc.te 
conducted involving 
BCcomDif yi^a psin or 
distre?.* lo the animal.': an 
for which eopropriatc 
^nsBlhette, analgesic. or 
trppauHIzlng drugs were 
used. 


E, NufrCer of nnlm&la upon which teaching. e*Dehmenl.'., 
research, surgery or ipf.15 were conducted involving 
flccemperytrio p*te or duress 10 thp animals ond for wli 
tho vise of appropriate ent&lhelk, grwlpeeic. O'* irnnoullt* 
dri/ga would h?vc adversely aftecled the procedures. re? 
or Interpolation of the leaching. research. experiments, 
surgery, or teals. ( An explanation of the procedures 
producing pain or dte-treea in these animals and thi reasi 
*uch dfupi were not used mu*i be attached ic thla reporl 


TOTAL NUMBER 
OF. ANIMALS 

( COLUMNS 

C + D + E) 



1) Professionally acceptably standards governing the care, treatment, end use of animals, including appropriate use of aneaMc. analgesic. and imnciultirieig drugs. prior to. during, end followlnq aeiy?! resr 
teaching, testing. surgery, gr experiments iter were followed by ink research fpdlfty. 

2) Each principal investigator hae considered alternatives la painful procedural! 

3) This facility it adhadna iq the standard* end regulnHonH under iha Act. end It hit required that exceptions to me r.fsndardc and reguiallpns oe spoclfleo and o*olamea by me principal investigator and so 
Instllutlonel Animal Cere and Use CoiYunlnee (fACUC), A summery of ad such exceptions Is attached to this annual rsport, In aJdillon ;o identifying me lACUC-approved exceptions. Ihte summary me 
brief explanation of the excepilons as w*}H bs ihe r.peciet and numcer of animals affected. 

i) The attending veterinarian for this research fecliNy has appropriate authority to ensure the prumeton of ndoguate vplonnery c?r^ end lo oversee thp adequacy of oinr.r pepecia of animal cera and use 


iTION BY HEADQUARTERS RESEARCH FACILITY OFFfClAL 
cecirtive Officoror Lepally Responsible Inshlutfonai Official ) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


APHIS FORM 7023 (Replaces vS FORM 16-23 (OCT 6B). which Is obeolele.) 
{ AUG 91 } 


NAME 5 TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( 1 Vpe Dr Prthf } 


DATE SIGNED 

uh+jo: 


\r : ' / > ;v 

U >- V.' 















This report is required by law (7 USC 2143). Failure tc report according to lbs regulalions can 
result in an order to cease and desist and lobe subject lo penalties as provided tor in Section 21! 


See atiached tom for 
additional information. 



Interagency Report Control No. 
01 80-DO A-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


iXjlfOX — /?-/// o 


3 


1. CERTIFICATE NUMBER: 42-R-0036 
CUSTOMER NUMBER: 16632 


FORM APPROVED 
OMB NO. 0579-0036 


Palmer Chiropractic Universtiy Foundation 
1000 Brady St 
Davenport, IA 52803 


Telephone: (563) -884^5163 



3. REPORTING FACILITY [ Lisl aJI locations where animats we'c housed or used in actual research, testng, cr ex penmen (a lion, of held for tnese purposes. Attach additional sheets f necessary ) 


FACIUTY LOCATIONS { Sites ) - SeeAtached listing 


[ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APH/S Form 7023A ) 

- * ■ — m ' m — — ■ » ! " ■ ■ "" ■ ■ " - - — 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

| B. Number of ! 

animals being | 

bred, 

conditioned, or 1 

held for use in | 

teaettfog, testing, 
experiments, 
lesearch, or 

surgery but not 

yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
reltewng drugs. 

D. Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the arfma/s 
and for which appropriate 
anesthetic, analgesic, or 
(ranqu tfzing drugs were 
used. 

E. Number nf animals upon which leaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or d/slress to the animals and for 
which the use of appropriate anesthetic, analgesic, or 
Jranquilizing drugs would have adversely affected the 
procedures, results, or tnterprelalion of the teaching, 
xesearch, experiments, surgery or lests. ( An 
explanation of the procedures producing pain or distress 
m these animats and the reasons such drugs were not 
used must be attached to this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E ) 

4. Dogs 






5. Cats 



7 / 


HI 

6. Guinea Pigs 






7, Hamsters 




' 


8. Rabbits 






9. Non-human Primates 





i 

l 

10. Sheep 

L 





11. Pigs ! 






12. Other Farm Animals 



_ _ 









13. Other Animals 

























| ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and iranquilizing drugs, prior Jo, during, and following actual 
research, teaching, lesfing, surgery, or experimentation were followed by this research facility. 

2) Each pnncipal n vest! gator has considered alternatives lo painful procedures, 

3) This facility is adhering to the standards and regulations under (he Act, and ii has squired that exceptions to the standards and regulations be specified and explained by the principal investigator and 
approved by the fnsrrtuticnaf Animal Care and Use Committee flACUC). A summary of all such exceptions is attached tc this annual repoxt. in addition lo identifying the lACUC-approved exceptions, 
this summary includes a brief explanation of the exceptions, as well as the species and number of animats affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and (o oversee trie adequacy cf other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

1 certify that the above is true, correct, and complete ( 7 J.S. C. Section 2743) 

i 

| NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 

APHIS FORM 7023 
(AUG 9? ) 

(Replaces V£ FORM IE-23 [OCT 88), which is obsolete.) 

NOV 2 5 

2303 


X 

















